COUNTY OF LOS ANGELES 
DEPARTMENT OF PUBLIC WORKS 
BUILDING AND SAFETY / LAND DEVELOPMENT 


# 0510 


BUILDING PERMIT 
COMMERCIAL ADDITION 
BL 0510 1801220027 


NEW SG VALLEY 

125 BALDWIN 

ARCADIA CA 91007 

PHONE: (626) 574-0941 EXT; 


LEGAL ID: 

ON FILE 


ASSESSOR INFORMATION NUMBER: [ 

TENANT: j 

OWNER: 

TEL. 

NO: 

1 

FOX 11 - KTTV 



1 

1999 S BUNDY DR 



1 

LOS ANGELES CA 



i 

i 

APPLICANT: 

TEL. 

NO: 

1 

POINTVIEW TECH LLC 

009) 592-7120- 1 

1 

1 

1 

1 

CONTRACTOR; 

TEL. 

NO: 

1 

SEA WEST ENTERPRISES 

009) 

592 

-7120- 1 

373 E FOOTHILL BLVD 


Lie 

. NO 

SUITE 200 


486074 1 

SAN DIMAS CA 91773 




ARCHITECT OR ENGINEER: 

TEL. 

NO: 


HUNT, GLEN 

(847) 

277 

-8070- 1 

604 FOX GLEN 


Lie 

.NO: 

BARRINGTON TL 90010 


67146 1 

1 

1 

MAP NO: SEWER MAP BOOK; PAGE; 

FIRE ZONE: 

CMP: 1 



4 

22 1 

NO. OF FAMILIES: DWELLING UNITS: 

0 

APT/COND: STAT 
NO 

CLASS: [ 
22 1 

SCHOOL WITHIN HAZARDOUS | 

AIR QUALITY: 1000 FEET MATERIALS | 

NO NO NO j 

1 


1 STRUCTURE: 

SQ. FT 
432 

NO. OF 

STORIES 

1 

CONST 

TYPE 

V-B 

NEW 

OCCUP 

U 

I 

GROUP 1 

1 

j 

jEXIST BLDG 
[EXIST OCC 

USE: COMME 

3RP: U 

USE ZONE 

: X 

1 

1 

[BLDGS. NOW 

ON LOT: 


VALUATION: 

52,000 

1 

1 

1 


PERMIT EXPIRES 1 YEAR IF 

1) WORK DOES NOT COMMENCE, OR 

2) WORK IS SUSPENDED OR ABANDONED, OR 

13) FAILS TO OBTAIN CODE REQUIRED INSPECTION 


BUILDING ADDRESS: 

0000 RED BOX RD MT WILSON 
LCNT CA 

NEAREST CROSS STREET: 
THOMAS PAGE: GRID: 


LOCALITY: MT WILSON 


ISSUED ON: 
07/23/18 


PROCESSED BY: 
MM 


FINAL DATE 


FINAL BY: 


FEE DESCRIPTION: 


FEES PAID 
QUANTITY: UOM: 


_cA 


CODE: 

5 




I DESCRIPTION OF WORK 
I MASONARY EQUIPMENT STRUCTURE 43 2 SF 


AMOUNT: 


Cl PLANCHECK W/HC 
AA BLDG PERMIT 
AB STATE GREEI 
AE STRONG M( 

C2 PERMIT 
08 CERT IF. 


792.40 
31.10 
3.00 
^ 4.60 
70 



SPECIAL CONDITIONS: 


APPROVALS 


DATE INSPECTOR SIGNATURE 


LOCATION AND SETBACKS 


OILS ENGINEER APPROVAL 


'OUNDATION/TRENCH FORMS 


3LAB/UNDER FLOOR 


l A^g P rLOOR-fRA^j l' J NG 




FLOOR SHEATHING 



j n3ERrLp o g.kJ)^jqQLi^iTi;o N 




ROOF SHEATHING 


SHEAR PANELS 


FRAME INSPECTION 


FIRE SPRINKLER HANGERS 


INSULATION/WEATHER STRIP 


INTERIOR LAP II /- DRYWA LL 


EXTERIOR LAT! 




RATED FLOOR/CEIL ASSEM. 


RATED WALL ASSEMBLIES 


RATED SHAFTS/OPENINGS 


T-BAR CEILINGS 


LOT DRAINAGE 


?! 










/ o /^8 


'IS- 






'■Mb 




3 








REPORT ID: DPR261 


ROUTE TO: BS0510 















COUNTY OF LOS ANGELES 
DEPARTMENT OF PUBLIC WORKS 
BUILDING AND SAFETY / LAND DEVELOPMENT 


# 0510 


BUILDING PERMIT 
COMMERCIAL ADDITION 
BL 0510 1801220030 


NEW SG VALLEY 

125 BALDWIN 

ARCADIA CA 91007 

PHONE: (626) 574-0941 EXT: 


LEGAL ID: 

ON FILE 

NO. OF CONST NEW 

SQ. FT STORIES TYPE OCCOP GROUP 

STRUCTURE: 0 1 V-B U 

BUILDING ADDRESS: 

0000 RED BOX RD MT WILSON 

LCNT CA 

NEAREST CROSS STREET: 

THOMAS PAGE: GRID: LOCALITY: MT WILSON 

ASSESSOR INFORMATION NUMBER: 

. 

TENANT: |EXIST BLDG USE: COMME USE ZONE; X 

1 EXIST OCC GRP: U 

1 

ISSUED ON: PROCESSED BY: 

07/23/18 MM 

OWNER: TEL. NO : 

FOX 11 - KTTV 

1999 S BUNDY DR 

BLDGS. NOW ON LOT: VALUATION: 

45,000 

FINAL DATE FINAL BY: CODE: 

_ ! _ 


APPLICANT: 

POINTVIEW TECH LLC 

TEL. NO: 

(909) 592-7120- 

CONTRACTOR: 

SEA WEST ENTERPRISES 

373 E FOOTHILL BLVD 

SUITE 200 

SAN DIMAS CA 91773 

TEL. NO: 

(909) 592-7120- 
LIC. NO 
486074 

ARCHITECT OR ENGINEER: 

HUNT, GLEN 

604 FOX GLEN 

BARRINGTON IL 90010 

TEL. NO: 

(847) 277-8070- 
LIC. NO: 
67146 

MAP NO: SEWER MAP BOOK: PAGE: 

FIRE ZONE: 

4 

CMP: 

22 

NO. OF FAMILIES: DWELLING UNITS: 

0 

APT/COND: STAT i 
NO 

CLASS; 

22 

SCHOOL WITHIN HAZARDOUS 

AIR QUALITY: 1000 FEET MATERIALS 

NO NO NO 


PERMIT EXPIRES 1 YEAR IF 

1) WORK DOES NOT COMMENCE, OR 

2) WORK IS SUSPENDED OR T^ANDONED, OR 

3) FAILS TO OBTAIN CODE REQUIRED INSPECTION 


FEE DESCRIPTION: 

Cl PLANCHECK W/HC 
AA BLDG PERMIT 
AB STATE ( 

AE STRONG 
C2 PERMIT 
08 CERTIF 


QUANTITY: UOM: 


AMOUNT: 


NEW DETACHED OBSERVATORY #2 



SPECIAL CONDITIONS: 


Jl'-Wce 


llirpQi\}rb> 4 




REPORT ID: DPR261 


ROUTE TO: BS0510 


APPROVALS 

DATE 

INSPECTOR SIGNATURE 

1 

1 

LOCATION AND SETBACKS 

Wsf/zi’, 


1 

1 

SOILS ENGINEER APPROVAL 



1 

! 

roUNDATION/TRENCH FORMS 

V/^U, 

c/cn. 

! 

1 

sl^/unfiER ymoR 
JUliiaSOjOS ( 4 ) 

\S//t:>//6 

/Cjfey) . i 

Efe-ISED FLOOR FRAMING | 

^ 1 

^W)ERFLOOR INSULATION j 

1 

FLOOR SHEATHING | 

1 


ROOF SHEATHING | 

1 


SHEAR PANELS | 

1 

1 

1 

FRAME INSPECTION 



FIRE SPRINKLER HANGERS 

1^ ^ 
.i 


1 

1 

INSULATION/WEATHER STRIP 5>/^ Cr^ ^ 

INTERIOR ISTTHTDJrrWALL 

_ 

1 

i 

EXTERIOR LATH 

1 ' ' 

! 


1 

1 

RATED FLOOR/CEIL ASSEM. j | ] 

_i 1 .... ! 

RATED WALL ASSEMBLIES | 


RATED SHAFTS/OPENINGS | 

1 


T-BAR CEILINGS | | | 

_ 1 !_._ 1 

LOT DRAINAGE 

.. 

Vf/g _ 

1 

1 

1 ' 1 ^ i 

1 1 1 











